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UNCLASSIFIED 

PAGE 01 BANGKO 02846 041313Z 
ACTION EA-09 

INFO OCT-01 ISO-OO EB-08 /018W 

041350Z 057049/47 

R 041026Z FEB 77 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8978 
AMCONSUL HONG KONG 
AMEMBASSY SINGAPORE 

UNCLAS BANGKOK 2846 

E.O. 11652: N/A 
TAGS: BEXP, TH 

SUBJECT: FOREIGN GOVERNMENT TENDER 


Message Text 


1. 549/01/T0048 
2. 020377 

3. J. SAVERY 

4. 549 THAILAND 

5. N 

6A. SUBMIT BID TO - 
6B. — 

6C. ROYAL IRRIGATION DEPARTMENT (RID), SAMSEN ROAD, BANGKOK 

7. PI-3 1 1 

8. 032577 AT 10:00 A.M. 

9.201 

10. 3621000, 3648000, 3825224, 3632117-1000. 

ONE 200 KW DIESEL GENERATING SET, 4-PHASE, 4- WIRE, 400/230 
VOLTS, 50 HZ., ENGINE TO BE A 4-STROKE-CYCLE, MULTI-CYLINDER, 
VERTICAL, IN-LINE, RADIATOR-COOLED TYPE; FIVE 50 KW MOBILE 
GENERATING SETS, 3-PHASE, 4- WIRE, 400/230 VOLTS, 50 HZ., EN- 
GINE TO BE A NATURALLY-ASPIRATED, 4-STROKE-CYCLE, MULTI-CY- 
LINDER, VERTICAL, IN-LINE, RADIATOR-COOLED, DIESEL TYPE; FIF- 
TEEN 15 KW DIESEL GENERATING SETS, 3-PHASE, 4-WIRE, 400/230 
VOLTS, 50 HZ., ENGINE TO BE ANATURALLY-ASPIRATED, 4-STROKE- 
UNCLASSIFIED 


UNCLASSIFIED 
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CYLE, MULTI-CYLINDER, VERTICAL, IN-LINE, RADIATOR-COOLED 
TYPE; SIXTY 2,000-WATT FLOODLIGHT PROJECTORS COMPLETE WITH 
220 VOLT HALOGEN-FILAMENT LAMPS; ONE ARMATURE GROWLER FOR 
2 TO 7 INCHES DIAMETER ARMATURE, OPERATED ON 220 VOLTS, 50 
HZ., A.C. SINGLE PHASE; THREE HOOK-ON VOLT- AMMETERS, FOR CUR- 
RENT MEASUREMENTS AT FULL-SCAL RANGES OF 0-6, 0-15, 0-30, 

0-60, 0-150, 0-300 AMPERES AND VOLTAGE MEASUREMENTS AT FULL- 
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SCALE RANGES OF 0-150, 0-300, 0-600 VOLTS; THREE AC/DC 
V OLT-OHM-MILLIAMMETERS , ALL D.C. VOLT RANGES TO BE AT 20,000 
OHMS PER VOLT SENSITIVITY, ALL A.C. VOLT RANGES TO BE AT 1,000 
OHMS PER VOLT SENSTIVITY; TWENTY 24,000 BTU AIR-CONDITIONING 
UNITS, SPLIT-TYPE, SUITABLE FOR 220 VOLTS/50 HZ. POWER SUPPLY; 
TEN 1 1 CU.FT. REFRIGERATORS SUITABLE FOR 220 VOLTS/50 HZ. 
POWER SUPPLY. 

11. PROJECT FINANCED BY WORLD BANK LOAN. TENDER DOCUMENTS 
ARESFOR SALE AT $5.00 PER SET FROM ADDRESS MENTIONED IN 
6C. ONE COPY WILL BE POUCHED TO COMMERCE ON 2/8/77. 
WHITEHOUSE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 04-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BANGKO02846 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770040-1112 
Format: TEL 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770274/aaaacnco.tel 

Line Count: 73 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: a6de97cb-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 06-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3411979 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BEXP, TH 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/a6de97cb-c288-dd1 1-92da-001cc4696bcc 
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